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DD/A 74-3241 
22 August 1974 


MEMORANDUM FOR: Chief, Planning Staff, OJCS 


SUBJECT : Terminal Installation 


It is requested that a Delta Data Terminal be 
installed in Room 7D-02, Headquarters as soon as 
possible. The terminal will be used in accessing 
FRS data base under GIM for the Directorate of 


Administration, 
Ao. 
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